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Summary 


• From 1994 - 1998 Washington state agencies spent, on average, 10% of their annual 
eligible goods, services, and contracts with certified minority and women owned small 
businesses. 

• From 2000 to 2017, the annual percentage fell, ranging from a high of 8.47% to a low of 
1.66%. In that same time, the annual eligible base has grown from $1.2 billion to $6 billion. 

• If the annual percentage had continued to average 10%, small minority and women owned 
businesses would have made $3.5 billion dollars more^. 

2000 - 2017 Percentage of State Dollars Spent with OMWBE Certified Firms 

Percentage of Spend with Certified Firms vs 10% Average 

14.00% 13.31% 



^^^% Spent with Certified Firms 10% Projection —^—Potential 13.3% Projection 


Annual Spend with Certified Firms 2000 - 2017 compared to Total Base Available 
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^^■Base Total $ spent with certified firms 10% Projection Potential 13.3% Projection 


^ In 1998, the annual percentage was 13.31%. If the annual percentage had continued to be 13.13% small minority and women 
owned businesses would have made $5 billion dollars more. This data is collected and compiled by the Washington State 
Office of Minority and Women's Business Enterprise. 
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Data Table for Reference 



Total Difference in Amounts 2000 - 2017 $ 3,516,779,652 $ 5,182,832,488 


Additional Background for Reference 

• 1-200 was effective December 1998, half way through state fiscal year 1998. 

• The annual eligible base has grown from $882 million in 1992 to over $6 billion in 2017. 

• State certified firms run on a three-year cycle. Firms certified in 1998 before 1-200 would 
have been up for renewal in 2001. 

• In 1998, there were 4,917 certified firms. In 1999, there were 3,213 certified firms. 
Today there are approximately 2,700 certified firms. 

• In 1999, agencies and colleges did business with 1,923 certified firms. The next year, 
agencies and colleges did business with 505 certified firms. In 2017, agencies and 
colleges did business with 534 certified firms. 
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